Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 3/24/2010 1:38:52 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Morrill Renovations - Public health 


Yes I saw the finger print scanner and I will make sure it is included. 

Stephen Lobik 

Capita! Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Wednesday, March 24, 2010 9:34 AM 
To: Lobik Stephen 

Subject: RE: Morrill Renovations - Public health 

I was told we would have fingertip scanners or card scanners on entry doors, no closed circuit TV. But I will check. 
Jim 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Wednesday, March 24, 2010 9:27 AM 
To: Hanchett, James (DPH) 

Subject: RE: Morrill Renovations - Public health 

Jim, 

if we end up meeting on the 26 th I will bring a plan by for you at a time convenient for you. Just want to be sure you are 
in the loop. Did you ever find out about the camera system you were told was included in the project? The MOU i saw 
didn't have it included, if it is suppose to be included I want to be sure we have the designers specify something. 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facii.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Wednesday, March 24, 2010 9:23 AM 
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To: Lobik Stephen 

Subject: RE: Morrill Renovations - Public health 
Sorry, 

I have to be in Hampden Superior Court on Friday the 26th. 


Jim 


From: Lobik Stephen [mailto:slobik@facii.umass.edu] 

Sent: Wednesday, March 24, 2010 9:19 AM 

To: Taugher, Helen (DPH); Popstefanija, Marija (DPH); Hanchett, James (DPH) 
Cc: Kevin Riordon 

Subject: Morrill Renovations - Public health 


Folks, 

Are you available this Friday between 11:00 and 2:00 for a very brief meeting to review the progress of the 
renovation plans? Please let me know. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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